Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Halifax City 


General Cargo - 8,718 d.w.t. 


Spring 1972 


(29/04/1972) 


Captain Taylor J.R 
Chief Eng Officer Collins R.H 


Appleton J.K 2nd Eng Officer 
Smith D.E 3rd Eng Officer 
Courtney B.T.E 4th Eng Officer 
De La Grense (Marconi) 5th Eng Officer 
Heaslip G Jnr Eng Officer 
Electrical Officer 

Bosun Keatley J 

Carpenter Pestell B 

Cook Maddocks P 
2nd Steward Moore R 





Collins R.H 
Nelson A 
Allen C.R 
Crabtree T 
Maslen J.F 
Holt G 


